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ee O.dD02COl 
WORK ORDER REQUEST File Mee 5824 


Request Nr: 60-3 
Dates 20 July 1959 


STATINTL oe 
SUBJECT: Request for Repair (Contract a 
TO: 
STATINTL 
FROM: 


Request the following items be repaired and returned to this activity 
at earliest Maree ane date. 


ITEM PART NUMBER SERIAL HR: UNIT gry 


1 BA-ERA<1 ah BA 1 


NOTE: Above item returned from Repair Facility 13 July 1959. 
batacance our Work Order Request 6-18-50 and your Packing List # 258. 
Upon receipt at Field Activity, this instrument would not function 
properly on pre-flight check, 


Further, request your return shipping document reflect above work order 
request nae: 


AUTHORIZED BYs 


RETURN TOs PROJECT DRAGGH LADY | STATINTL. 
_ WARNER ROBINS AIR MATERIEL AREA | 
ROBINS AIR FORCE BASE, GEORGIA | 

WAREHOUSE 17, STOREROOM B 
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